MAGNETIC TAPE UNIT 
INSTALLATION PROCEDURE 
(NRZI, PE, AND NRZI/PE TAPE UNITS) 


SUBJECT 


Provides Procedures to Install MIU with Basic Cabinet and/or Expansion 
Cabinet and System Cabling. 


SPECIAL INSTRUCTIONS 


This procedure provides instructions for the installation of the Magnetic 
Tape Units MTU9104, MTU9105, MTU9109 (MTU9609), MTU9110 
(MTU9610), MTU9112, MTU9118, MTU9114 (MTU9614), MTU9115 
(MTU9615). Use this procedure in conjunction with the appropriate Level 6 
System Installation Manual. 


This manual has been revised to the —400 level. It supersedes all previous 
issues. 


The following notice is provided in accordance with the United States Federal Communications Commission’s (FCC) 
regulations. 


Warning: This equipment generates, uses, and can radiate radio frequency energy and if not installed and used in accord- 
ance with the instruction manual, may cause interference to radio communications. The equipment manufactured after 
October 1, 1983 has been tested and found to comply with the limits for a Class A computing device pursuant to Subpart J 
of Part 15 of FCC Rules, which are designed to provide reasonable protection against such interference when operated ina 


commercial environment. As temporarily permitted by regulation the equipment manufactured prior to October 1, 1983 
has not been tested for compliance. Operation of this equipment in a residential area is likely to cause interference in which 
case the user at his own expense will be required to take whatever measures may be required to correct the inter- 
ference. 


This document and the information contained herein are confidential to and the property of Honey- 
well Information Systems Inc. and are made available only to Honeywell employees for the sole pur- 
pose of maintaining Honeywell’s products. This document, any copy thereof and the information 
contained herein shall be maintained in strictest confidence; shall not be copied in whole or in part 
except as authorized by the employee’s manager; and shall not be disclosed or distributed (a) to per 
sons who are not Honeywell employees, or (b) to Honeywell employees for whom such information is 
not necessary in connection with their assigned responsibilities. Upon request, or when the employee 
in possession of this document no longer has need for the document for the authorized Honeywell 
purpose, this document and any copies thereof shall be returned to the employee’s manager. There 
shall be no exceptions to the terms and conditions set forth herein except as authorized in writing by 
the responsible Honeywell Vice President. 
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MTU supplied ina 
cabinet? 


a 


MTU is to be installed in an 
existing cabinet. 

| 
Prepare the cabinet and use the 
Portable Lifting Mechanism (PLM) 
to install the MTU. (Refer to 
subsection 2.2.3.) 


f This procedure assumes that cabinet unpack- : 
| ing, placement, and leveling installation pro- | 
| cedures were completed according to the 

i System Installation Flow Chart. 


| WARNING [f 


on UR Rg ea - 
ees ate, the : 


To avoid bodily injury, DO NOT 
connect iViTU ac power until 
MTU installation is compieted. 


Installer must be familiar with installation | 
procedures before proceeding. 


Befcre installing MTU for initial system 
installation and system modification, refer 
to the System Installation Flow Chart in | 
the System Installation Manual to ensure 
that the system level installation is 
comipleted. 


REMOVE shipping RESTRAINERS internal to the 
MTU. (Refer to subsection 2.1.1.) 


HONEYWELL CONFIDENTIAL & PROPRIETARY 


After removing the SHIPPING PANEL 
ASSEMBLY, locate the VACUUM 
MOTOR COVER as shown and 
ATTACH it per installation procedure. 


VACUUM MOTOR COVER 


Cable the system for First MTU and daisy chaining 
MT Us (if applicable) including installation/removal 
of terminators. 


If nonbulkhead system is to be cabled, refer to sub- 
section 2.1.2.1. If bulkhead system is to be cabled, 
refer to subsection 2.1.2.2. 

t 


Verify or secure (using connector mounting blocks) 
cable connections to the MTU control board and 
the MTU data board (bottom board connectors 
only). (Refer to subsection 2.1.2.) 


CONNECT THE MTU AC POWER 


DO NOT TURN POWER SWITCH ON 


(Refer to subsection 2.1.3.) 


| 
INSTALL OTHER system PERIPHERALS. (Refer 
to System Installation Manual or peripheral being 
installed next.) 


REFER to System Power Up and Checkout on the 
SYSTEM LEVEL INSTALLATION FLOW CHART 
and/or MTU9104/9105/9112/9113 NRZI 7- to 9- 
Track Operation Manual (Order No. CF10) or 
MTU9109/9110/9114/9115 Operation Manual 
(Order No. CC61). 


NOTES 


1. If the MTU operation FAILS on 
power up, refer to the specific 
vendor maintenance manual. 


2. Ensure that the Remote Power 
switch is ON. 


3. For information on switch settings, 
refer to subsection 2.3. 


MAGNETIC TAPE UNIT 
INSTALLATION FLOW CHART 
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Section I 
INTRODUCTION 


Figure 1-1 shows a typical Level 6 Magnetic Tape Unit (MTU) 
System. All subsequently mentioned MTU general characteristics 
are for various MTU configurations. The MTU is a vacuum tape 
transport system that records data on seven- or nine-track tape 
at recording speeds of 45 or 75 inches per second. Selectively, 
it records data at bit densities of 556, 800, or 1600 bits per 
inch (bpi) or combinations thereof. The MTU is mounted ona 
precision baseplate, called the tape transport or tape deck, and 
is rack mounted in a 60-inch cabinet (see Figure 1-2). 


The MTU recording characteristics are defined by type number 
for a particular MTU recording configuration as listed in 
Table 1-1. Prior to installing an MTU system, exercise care to 
ensure that the correct MTU is received as specified by the order 
number (type number) on the shipping invoice. Ensure also that 
the associated installation material is received for the 
configuration. 


Up to four daisy-chained MTUS are allowed with one Magnetic 
Tape Controller (MTC board), and the maximum cable length between 
the MTC and the last MTU in a daisy-chain configuration must not 
exceed 25 feet. Upon completing an installation, the responsible 
personnel (installer) must ensure that all ac power is restored 
(connected) to the system. Also, to verify satisfactory system 
and MTU operation, run all the necessary test and verification 
routines (refer to the specific system level installation flow 
chart). 
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Figure 1-1, 


Typical 


Level 6 Magnetic Tape Unit system 


LZ FX68-03 


Oa es EXPANSION 
CABINET ube 


FRONT DOOR 


yf 


MAGNETIC 
TAPE DRIVE 


MAGNETIC 
TAPE DRIVE 


LATCH 
HOLE? 
| 
TAPE 
TRANSPORT 
Fo a 
MAGNETIC 
ee) 
® rh 
1 10R2 
TAPE UNIT TAPE UNITS 


ONLY 


“PROVIDE ACCESS TO %-TURN FASTENER THAT SECURES THE TAPE TRANSPORT (UNIT) 
TO THE CABINET. 


Figure 1-2. Sample of MTU Cabinet Configuration 
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Table 1-1. MTU Recording Characteristics 


MTU Track Recording | Density ® 
Type Number Type | (bpi) . 


800 

800 
800/1600 
800/1600 
800/1600 
800/1600 
556/800 
556/800 
1600 
1600 
1600 
1600 


MTUI104 
MTU9LOS 
MTUILO9 
MTU9609 
MTU9I10 
MTU9610 
MTU9112 
MTU9113 
MTU9114 
MTU9614 
MTU9115 
MTU9615 


9 
9 
9 
9 
9 
9 
7 
7 
) 
9 
9 
9 


Available for an Office Furniture Package 
(OFP) configuration is CAB9035, a 60-inch 
stand-alone remote cabinet containing any 
MTU Type completely installed with a 23- 

foot cable. 
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Section 2 
DEVICE INSTALLATION 


This section provides the procedures to install a basic cabi- 
net and/or expansion cabinet containing a Magnetic Tape Unit 
(MTU), along with cabling instructions on how the MTU is elec- 
trically interconnected ina system. The cabling instructions 
cover installation of a nonbulkhead system or a bulkhead system. 
The bulkhead system has a connector bulkhead mounted on the rear 
of the basic cabinet. Initial installation, system modification, 
and device configuration {switch settings) are covered. A port- 
able lifting mechanism is provided as an aid in installing MTUs 
and instructions are included for using this device. 


NITIA NSTA I 
This subsection contains the steps for removing shipping 
restrainers, connecting cables, installing or removing termina- 
tors, and connecting ac power. 


emoval o hipping Restrainers 


Removal of the MTU shipping bracket assembly and shipping 
panel assembly 1S presented in the following subsections: 


e Subsection 


2 Shipping Bracket Assembly 
e Subsection 2 


gk ecko 
-l1.1.2 Shipping Panel Assembly 
2e1.1.1 SHIPPING BRACKET ASSEMBLY 


1. Open the rear door of the cabinet to gain access to the 
rear of the MTU transport assembly. 
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2. From the rear of the cabinet, locate the shipping bracket 
assembly (see Figure 2-1) and remove the two shipping 
bracket assembly nuts and washers from the upper right- 
hand side of the MTU transport assembly. Save the ship- 
ping bracket assembly nuts and washers for use in step 7 
of this procedure. 


MTU TRANSPORT ASSEMBLY 


SHIPPING 
BRACKET ASSEMBLY 


MACHINE SCREW 
FLAT WASHER 


Za~T URN DOOR FASTENER 


NUT AND LATCH HOLE 


CABINET FRAME 


Figure 2-1. Basic/Expansion Cabinet Frame (Top Front) 


3. From the front of the cabinet (See Figure 1-2), pull open 
the cabinet front door to gain access to the MTU trans- 
port assembly. 


4, Locate the latch hole on the MTU transport assembly (see 
Figure 1-2). Using a blade type screwdriver, release the 
1/4-turn fastener and pull open the MTU transport 
assembly, expoSing the MTU electronics. 


5. Remove the machine screw (see Figure 2-1), securing the 
shipping bracket assembly onto the MTU transport 
assembly, and the shipping bracket assembly. 

6. Reinstall the machine screw into the same hole just 
vacated on the MTU transport assembly for future use. 
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Ze diel see 


Store the shipping bracket assembly by mounting it in the 
cabinet in the following manner: 


a. From the rear of the cabinet, insert the two studs on 
the shipping bracket assembly through the holes 
located in the left-hand side of cabinet opening 
about 3 inches from bottom (See Figure 2-2). 


b. Secure the shipping bracket assembly to the cabinet 
with the two nutsS and washers saved in step 2 of 
these procedures. Ensure that the shipping bracket 
assembly is properly mounted and flush with the 
exterior surface of the cabinet. 


SHIPPING PANEL ASSEMBLY 


From the rear of the MTU transport assembly, locate and 
remove the screw from the right-hand side of the vacuum 
motor assembly (see Figure 2-3). This screw secures the 
shipping panel assembly to the MTU transport assembly. 


Locate and remove (by cutting) the two shipping panel 
loop-strap fasteners (See Figure 2-3) from the heat sink 
and shipping panel assembly, and remove the shipping 
panel assembly. 


Reinstall the screw into the same hole on the MTU trans- 
port assembly from which it was removed in step 1 of this 
procedure. The screw is there to aid in securing the 
vacuum motor assembly to the MTU. 


Stow the shipping panel assembly and fasteners, for 
reshipping. 


With the shipping panel assembly removed, locate the 
vacuum motor cover (see Figure 2-4) in the spare parts 
kit (Separate shipping container). 


NOTE 


The four mounting screws to be used for the 
installation of the vacuum motor cover are taped 
to the cover. 


Unlatch and swing open the circuit board assemblies 
(control and data boards). 


Attach the vacuum motor cover to the vacuum motor 
assembly (see Figure 2-5) with the four mounting screws 
Supplied. 
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CONNECTOR 
BULKHEAD ~ 
SHIPPING BRACKET 
ASSEMBLY 
a _ ~ 
ow 
ANTITIP 
OUTRIGGER 


SHIPPING BRACKET 
ASSEMBLY STORAGE 
HOLES 


4INSTALLED ON BULKHEAD 
SYSTEM ONLY, REFER TO THE 
COMPUTER CONFIGURATION 
SHEET (CCS) FOR CONNECTOR 
LOCATION AND DESIGNATIONS 


Figure 2-2. BaSic Cabinet (Rear View) Storage of Shipping 
Bracket Assembly and Location of Connector Bulkhead 
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MTU TRANSPORT 
ASSEMBLY 


HEAT SINK 


VACUUM 
MOTOR 
ASSEMBLY 


EXISTING HARDWARE 
SCREW ON VACUUM 
MOTOR ASSEMBLY 


TWO LOOP-STRAP 
FASTENERS 


SHIPPING PANEL 
ASSEMBLY 


Figure 2-3. MTU (Rear View) Shipping Panel Assembly 


Figure 2-4, Vacuum Motor Cover 
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MTU TRANSPORT 
ASSEMBLY 


HEAT SINK 


peat 
f ae 
AO . 


VACUUM 
MOTOR 
ASSEMBLY 


VACUUM 
MOTOR 
COVER 


Figure 2-5, MTU (Rear View) Vacuum Motor Cover 


2 System Cabli 


This subsection provides the interrack (between cabinets) and 
intrarack (within cabinets) cabling procedures for NRZI, PE, and 
NRZI/PE MTUsS (refer to Table 1-1 for MTU Types) in a Single 
(first MTU) or multiple (daisy-chained MTUs) basic/expansion cab- 
inet configuration. Instructions are given for cabling nonbulk- 
head systems and for cabling bulkhead systems. The cabling -_ 
information is presented in the following subsections, ae 


Subsection 
Subsection 
Subsection 
Subsection 
Subsection 
Subsection 
Subsection 
Subsection 
Subsection 
Subsection 


Cabling Nonbulkhead Systems 
~-l NRZI MTU Cabling 
-2 PE MTU Cabling 
a3 
24 


NRZI/PE MTU Cabling 
NRZI/PE and PE Combined Cabling 
Cabling Bulkhead Systems 

-l NRZI MTU Cabling 

-2 PE MTU Cabling 

.3 NRZI/PE MTU Cabling 

~-4 NRZI/PE and PE Combined Cabling 


bON ND ND LDH bd 
Pe et et fe Be ee 
e L e e e e e e e t 
NO NON DDD POND DD 
e @ e e e e @ e e e 
DNDN NN HHH ee 


NOTES 


1. If applicable, route the MTU cables (allowing 
Slack were necessary) and secure them to the 
cabinet frame, enSuring proper cable strain 
relief (see Figure 2-6). 


2. The installer must verify or secure cable con- 
nectors to the MTU control board and the MTU 
data board (bottom board connectors) by using 
the connector mounting blocks and self-tapping 
screws (see Figure 2-6) supplied in a plastic a 
bag taped to the rear of the MTU. > 


2-6 FX6 8-03 


HONEYWELL CONFIDENTIAL & PROPRIETARY 


AdViLalddOdud 8 IWILNSCISNOO T13MA3NOH 


L=¢ 


€0-89Xd 


rp FROM MTU3 
TO MTU4 
4202 
ala [ ~J101 
ee sy, — §302 
jf 

5102 

~ 4301 
FROM MTU2 

TO MTU3 
Hit Li FROM CPU 
Ga p TO MTU1 
FROM MTU1 
TO MTU2 
5102 
a ee aD A a aes OO 
oe oe || XS 1301 
J101— 
2 CAB EXPANSION 302 FROM CPU \. gasic CABINET 
CONTAINING CPU 
CONNECTOR 
MOUNTING 


BLOCKS? 


LOOP 
SELF-TAPPING STRAP 
SCREWS? ‘\ FASTENERS 
CONNECTOR MOUNTING BLOCK ee 


AND BOTTOM CONNECTOR 
INSTALLATION 


MTU DATA 
BOARD 


ALUMINUM FRAME 
BETWEEN (2) TWO 
PC BOARDS 


MTU CONTROL 
BOARD 


*1—F MOUNTING BLOCK AND SCREWS ARE NOT PROVIDED, 
SECURE CONNECTOR TO BOARD WITH LOOP STRAP 


FASTENER 03510004-002. 


Figure 2-6. MTU Cabinet Cable Interconnection Routing 
and Securing of Cables Nonbulkhead System 


2.1.2.1 CABLING NONBULKHEAD SYSTEMS 


A nonbulkhead system does not have a connector bulkhead (a 
mounted on the rear of the basic cabinet and the interrack cables \ 
are connected directly between the controller board and the MTUs. 

There are no connector bulkheads installed in the MTU expansion 
cabinets. 


2.1.2.1.1 NRZI MTU Cabling 


The NRZI cabling procedures for the first MTU and for mul- 
tiple MTUS are as follows: 


First MTU 


To cable the first MTU from the Magnetic Tape Controller 
(adapter board) in the baSic cabinet (See Figure 2-7), perform 
the following procedures, | 


1. Locate the Magnetic Tape Adapter cable rolled up in the 
rear of the baSic cabinet (cable part no. 60128703-002 or 
60128703-003). 


2. Unroll the cable and route it to the first MTU in the 
basic/expansion cabinet, and connect the connector plugs 
as follows: 


a. P101 to J101 at the bottom of the MTU control board. 
b. P202 to J202 at the top of the MTU NRZI data board, ae. 


c. P302 to J302 at the bottom of the MTU NRZI data 
board. 


3. Single MTU Only Ensure that an external terminator is 
installed in J201 at the top of the MTU NRZI data board 
(external terminator part no. 60129894-029 or 
60129894-032). 


4, Single MTU Only Ensure that internal terminating networks 
RT1 and RT2 on the MTU control board and the MTU NRZI 
data board are installed (terminating network part no, 
60129894-036). 
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BASIC 
CABINET 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


MAGNETIC 
TAPE ADAPTER 
CABLE 


MAGNETIC TAPE ; 
ADAPTER BOARD os eens el 


60128703-002 
Or 
60128703-003 


MAGNETIC TAPE 


SEE NOTEG6 

NO CONTROLLER BOARD 

| (MTC) 

Oo 
3 | 
‘o>! 
CO 

! 
© 
W 


EXPANSION CABINET 


TAPE UNIT 1 TAPE UNIT 2 


DAISY CHAIN 
CABLE 


60128709-001 


CONTROL 


CONTROL 
BOARD 


SEE NOTE 5 


oY 
ee, eal 


CONTROL BOARD DETAIL DATA BOARD DETAIL 
SEE NOTE 2 SEE NOTE 2 


NOTES 


1. MATING CONNECTOR AND PINS SUPPLIED BY HONEYWELL (CONNECTOR 
04830337-006, PIN 60205525-001). 


2. REMOVE INTERNAL TERMINATING NETWORKS (60129894-036) FROM ALL EXCEPT 
THE LAST TAPE UNIT IN THE DAISY CHAIN. 


3. UP TO FOUR TAPE UNITS MAY BE DAISY CHAINED (DEVICE NUMBERS 1, 2,3, AND 4). 


4. MOUNT THE EXTERNAL TERMINATOR FOR THE DATA TRANSMITTER ON J201 OF 
THE LAST TAPE UNIT IN THE DAISY CHAIN (60129894-029 OR 60129894-032). 


5. WHEN CABLING BETWEEN TWO OR MORE RACKS (CABINETS), SEE FIGURE 2-8 FOR 
ADDITIONAL CABLING INSTRUCTIONS. 


6. CABLE 60128703-003 IS INSTALLED IF OFFICE FURNITURE CONFIGURATION (MTU 
REMOTE CABINET). 


Figure 2-7. NRZI MTU Interrack/Intrarack Cabling 
Configuration - Nonbulkhead System 


DAIS YeCHAIN 
CABLE 
60128709-001 


| 


SEE NOTE 5 


TO TAPE UNIT 3 
SEE NOTE 3 


Multiple MTUs 


For multiple MTU interrack and intrarack cabling, perform the 
following procedures. 


4. 


NOTE 


A maximum of four MTUS can be daisy-chained per 
MTC. 


Locate the MTU to MTU cable (60128709-001) either cabled 
(intrarack) or Supplied in the shipping container for 


interrack cabling. 


Ensure that the first MTU cabling procedures are per- 
formed in the configuration (See Figure 2-7). Then, from 
the first MTU, verify or connect the connector plugs as 


follows: 


a. P10O2 to J102 at the bottom of the MTU control board. 


b. P2011 to J201 at the bottom of the MTU NRZI data 


board. 


c. P3011 to J301 at the bottom of the MTU NRZI data 


board. 


At the second MTU (see Figure 2-7) verify or connect the 


connector plugs as follows: 


a. P101l to J101 at the bottom of the MTU control board. 


b. P202 to J202 at the top of the MTU NRZI data board. 


c. P302 to J302 at the bottom of the MTU NRZI data 


board. 


Daisy chain each additional MTU as shown in Figure 2-8, 
and verify the conditions described in steps 4 and 5 of 


this procedure. 
NOTE 


The last MTU in the daisy chain must have an 
external terminator (See Figure 2-7) connected to 
J201 at the top of the MTU NRZI dta board 
(external terminator part no. 60129894-029 or 
60129894-032). 


Ensure that the external terminator is removed from all 


other MTUS in the daisy chain. 
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Figure 2-8. Typical MTU to MTU Configuration - 
Nonbulkhead System 


5. Ensure that the internal terminator networks RTl and RT2 
(see Figure 2-7) are removed from the MTU control board 
and MTU NRZI data board in all MTUS except the last MTU 
in the daisy chain (terminating network part number 
60129894-036). 


The PE cabling procedure for the first MTU and for multiple 
MTUS are as follows: | 


First MTU 


To cable the first MTU from the MTC/Data Recovery Unit in the 
basic cabinet (see Figure 2~9), perform the following procedures, 


1. Locate the Data Recovery Unit to MTU cable rolled up in 
tre rear of the basic cabinet (cable part no, 
60134257-001 or 60134257-002). 
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Unroll the cable and route it to the first MTU in the 
basic/expansion cabinet, and connect the connector plugs 
as follows: | 


a. P101 to J101 at the bottom of the MTU control board. 
b. P202 to J202 at the top of the MTU PE data board. 
c. P302 to J302 at the bottom of the MTU PE data board, 


Single MTU Only EnSure that the following external termi- 
nators are installed and connected as follows: 


a. 0201 at the top of the MTU PE data record (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


Single MTU Only EnSure that the internal terminating net- 
works RT1 and RT2 on the MTU control board are installed 
(terminating network part no. 60129894-036). 


e S 


For multiple MTU interrack and intrarack cabling, perform the 
following procedures, | 


Lig 


NOTE 


A maximum of four MTUS can be daisy chained per 
MTC/Data Recovery Unit. 


Locate the MTU to MTU cable (60128709-001) either cabled 
(intrarack) or supplied in the shipping container for 
interrack cabling. 


Ensure that the first MTU cabling procedures are per- 
formed in the configuration (see Figure 2-9). Then, from 
the first MTU, verify or connect the connector plugs as 
follows: 


a. P102 to J102 at the bottom of the MTU control board. 
b. P202 to J202 at the top of the MTU PE data board. 
c. P301 to J301 at the bottom of the MTU PE data board. 


At the second MTU (See Figure 2-9), verify or connect the 
connector plugs as follows: 


a. P1101 to J101 at the bottom of the MTU control board. 
b. P202 to J202 at the top of the MTU PE data board. 

c. P302 to J302 at the bottom of the MTU PE data board. 
Daisy chain each additional MTU as shown in Figure 2-8, 


and verify conditions described in steps 4 and 5 of this 
procedure, 
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4, Ensure that the last MTU in the daisy chain has the fol- 
lowing external terminators (see Figure 2-9) installed 
and connected as follows: 


a. J201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


Also, enSure that the external terminators are removed 
from all other MTUS in the daisy chain. 


5. Ensure that internal terminating networks RT1 and RT2 
(see Figure 2-9) are removed from the MTU control board 
in all MTUS except the last MTU in the daisy chain 
(terminating network part no. 60129894-036). 

2.1.2.1.3 NRZI/PE MTU Cabling 


The NRZI/PE cabling procedure for the first MTU and for mul- 
tiple MTUS is as follows: 


First MTU 

To cable the first MTU from the MTC/Data Recovery Unit in the 
basic cabinet (See Figure 2-10), perform the following 
procedures. 

1. Locate the Data Recovery Unit to the MTU cable rolled up 
in the rear of the baSic cabinet (cable part no. 
60134257-001 or 60134257-002). 

2. Unroll the cable and route it to the first MTU in the 
basic/expansion cabinet, and connect the connector plugs 
as follows: 

a. P1001 to J101 at the bottom of the MTU control board. 
b. P202 to J202 at the top of the MTU NRZI data board. 


c. P302 to J302 at the bottom of the MTU NRZI data 
board. 


3. Ensure that the following vendor jumper cables are 
installed between the MTU NRZI data board and the MTU PE 
data board as follows: 


a. J201 from the top of the MTU NRZI data board to J202 
at the top of the MTU PE data board. 


b. J301 from the bottom of the MTU NRZI data board to 
J302 at the bottom of the MTU PE data board. 


2-15 FX6 8-03 


HONEYWELL CONFIDENTIAL & PROPRIETARY 


4, Single MTU Only EnSure that the following external termi- 
nators are installed and connected as follows: 


a. J201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


5. Single MTU Only Ensure that the internal terminating net- 
works RT1 and RT2 on the MTU control board and MTU NRZI 
data board are installed (terminating network part no, 
60129894-036). 


Multiple MTUs 


For multiple MTU interrack and intrarack cabling perform the 
following procedures. 


NOTE 


A maximum of four MTUS can be daisy chained per 
MTC/Data Recovery Unit. 


1. Locate the MTU to MTU cable (60128709-001) either cabled 
(intrarack) or Supplied in the shipping container for 
interrack cabling. 


Ensure that the first MTU cabling procedures are per- a 
formed in the configuration (See Figure 2-10). Then, a, 
from the first MTU, verify or connect the connector plugs — 
as follows: 


a. P1102 to J102 at the bottom of the MTU control board. 
b. P201 to J201 at the top of the MTU PE data board. 
c. P301 to J301 at the bottom of the MTU PE cata board. 


2. At the second MTU (See Figure 2-10), verify or connect 
the connector plugs as follows: 


a. P101 to J101 at the bottom of the MTU control board. 
b. P202 to J202 at the top of the MTU NRZI data board. 


c. P302 to J302 at the bottom of the MTU NRZI data 
board. 
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3. Ensure that the following vendor jumper cables are 
installed between the MTU NRZI data board and the MTU PE 
data board as follows: 


C a. J201 from the top of the MTU NRZI data board to J202 
at the top of the MTU PE data board. 


b. J301 from the botton of the MTU NRZI data board to 
J302 at the bottom of the MTU PE data board. 


4. Daisy chain each additional MTU as shown in Figure 2-8, 
and verify conditions described in steps 2 and 3 of this 
procedure, 


5. Ensure that the last MTU in the daisy chain has the fol- 
lowing external terminators (see Figure 2-10) installed 
and connected as follows: 


a. J201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


Also, enSure that the external terminators are removed 
from all other MTUS in the daisy chain. 


6. Ensure that the internal terminating networks RTl and RT2 
es (see Figure 2-10) are removed from the MTU control board 
( in all MTUS except the last MTU in the daisy chain 
=a" (terminating network vendor part no. STLO01008004). 
Z2.1.2.1.4 NRZI/PE and PE Combined Cabling 


The cabling procedure to combine NRZI/PE and PE for multiple 
MTUS (including the first MTU) are as follows: 


First MTU 


To cable the first MTU in a NRZI/PE and PE MTU combined con- 
figuration, perform the following procedures. 


1. NRZI/PE first MTU Refer to subsection 2.1.2.1.3 (first 
MTU), steps 1 through 3. 


2. PE first MTU Refer to subsection 2.1.2.1.2 (first MTU), 
steps ] through 4, 


Multiple MTUs 


For multiple MTU NRZI/PE and PE combined interrack and intra- 
rack cabling perform the following procedures. 
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1. 


26 


re ey ae 


NOTE 


A maximum of four MTUS can be daisy chained per 
MTC/Data Recovery Unit. 


Determine the cabinet configuration (see Figure 2-8), and 
complete the appropriate (First MTU) step 1 or 2 above, 


NRZI/PE and PE MTU combined with PE terminating (see 
Figure 2-11 (A)) Perform (multiple MTUS) steps 2 and 3 in 
subsection 2.1.2.3. Then perform (multiple MTUs) steps 
2, 4, and 5 in subsection 2.1.2.1.2. 


PE and NRZI/PE MTU combined with NRZI/PE terminating (see 
Figure 2-11 (B)) Perform (multiple MTUS) step 3 in sub- 
section 2.1.2.2. Then perform (multiple MTUs) steps 2, 
3, 5, and 6 in subsection 2.1.2.1.3. 


CABLING BULKHEAD SYSTEMS 


A bulkhead system has a connector bulkhead mounted on the 
rear of the basic cabinet (see Figure 2-2) and a connector bulk- 
head for attaching input cables installed in the MTU cabinet (see 
Figure 2-12). The interrack cables from the baSic cabinet to the 
input of the MTU are connected between these two bulkheads. If 
more than one MTU is being connected in a daisy chain, the inter- 
rack cables are installed as in a nonbulkhead system. 


One MTU is installed in each cabinet and a maximum of four 
MTUS can be connected in a daisy chain for each Magnetic Tape 
Controller (MTC) board. The last MTU in the daisy chain has 
internal and external terminators that are installed in accord- 
ance with the particular MTU cabling procedure. 


A Computer Configuration Sheet (CCS) is furnished with each 
system and lists the necessary cable connector deSignations and 
location information, 
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LOCATION OF 
MTU 


Figure 2-12. MTU Cabinet (Partial Rear View) - 
Location of Connector Bulkhead 


2.1.2.2.1 NRZI MTU Cabling 


Refer to the Computer Configuration Sheet (CCS) and to 
Figure 2-13 for cable connector designations and location 
information. The NRZI cabling procedure for the first MTU and 
for multiple MTUS in a bulkhead system are as follows: 


First MTU (MTU 1) 


To cable the first MTU from the basic cabinet (MTC board), 
perform the following procedure, 


1. Locate and remove the three external cables (04910133002) 
from the shipping container. 


2. Install the three cables between the bulkhead on the 
basic cabinet and the bulkhead installed in the first MTU 
(refer to the CCS and to Figure 2-13). 


3. Single MTU Only EnSure that an external terminator is 
installed in J201 at the top of the MTU NRZI data board 
(external terminator part no. 60129894-029 or 
60129894032). 


4, Single MTU Only Ensure that the internal terminating net- 
works RT1 and RT2 on the MTU control board and the MTU 


NRZI data board are installed (terminating network part 
no. 60129894-036). 
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NOTES 


1, CABLE 60142232-001 1S FACTORY INSTALLED. 


2, REMOVE INTERNAL TERMINATING NETWORKS (60129894-036) FROM 
ALL EXCEPT THE LAST MTU IN THE DAISY CHAIN. 


3. MOUNT EXTERNAL TERMINATOR FOR THE LAST MTU IN THE DAISY 
CHAIN ON J201 (60129894-029 OR 60129894-032). 


Figure 2-13. NRZI MTU Cabling Bulkhead System 


Multiple MTUs 


To cable multiple MTUs, perform the following procedure. 


6. 


NOTE 


A maximum of four MTUS can be connected ina daisy 
Chain for each MTC board. 


Locate and remove the interrack (jumper) cable(s) (part 


no, 


60138709-001) from the shipping container. 


Ensure that the first MTU cabling procedures have been 
performed. 


See Figure 2-13. Install the interrack cable as follows: 


ae 


Db. 


Cable connector P1O2 to J102 at the bottom of the MTU 
l1 control board, 


Cable connector P201 to J201 at the top of the MTU l 
NRZI data board. 


Cable connector P301 to J301 at the bottom of the MTU 
1 NRZI data board, 


At MTU 2 connect the other end of the interrack cable as 
follows: 


ae 


b. 


Cable connector P1O0Ql to J101 at the bottom of the MTU 
2 control board. 


Cable connector P202 to J202 at the top of the MTU 2 
NRZI data board. 


Cable connector P302 to J302 at the bottom of the MTU 
2 NRZI data board. 


Cable each additional MTU in the daisy chain in accord- 
ance with steps 3 and 4 of this subsection. 


NOTE 


The last MTU in the Gaisy chain must have an 
external terminator (see Figure 2-13) connected to 
J201 at the top of the NRZI data board (external 
terminator part no. 60129894-029 or 60129894-032). 


Fnsure that the external terminator is removed from all 
other MTUs in the daisy chain. 
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7. Ensure that the internal terminating networks RTl and RT2 
(see Figure 2-13) are removed from the MTU control board 
and MTU NRZI data board in all MTUS except the last MTU 
in the daisy chain (terminating network part no. 
60129894-036). 

2.1.2.2.2 PE MTU Cabling 


The PE cabling procedure for the first MTU and for multiple 
MTUS in a bulkhead system are as follows: 


First MTU 


To cable the first MTU from the basic cabinet (MTC board), 
perform the following procedure, 


1. Locate and remove the three external cables 
(04910133-002) from the shipping container. 


2. install the three cables between the bulkhead on the 
basic cabinet and the bulkhead installed in the first MTU 
(refer to the CCS and to Figure 2-14). 


3. Single MTU Only EnSure that the following external termi- 
nators are installed: 


ae J201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


4, Single MTU Only Ensure that the internal terminating net- 
works RT] and RT2 on the MTU control board are installed 
(terminating network part no. 60129894-036). 

ultiple Ss 
To cable multiple MTUs, perform the following procedure, 


NOTE 


A maximum of four MTUS can be connected ina daisy 
chain for each MTC board. 


1. Locate and remove the interrack (jumper) cable(s) (part 
no. 60138709-001) from the shipping container (see 
Figure 2-14). 


2. Ensure that the first MTU cabling procedure has been 
performed. 
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3. Install the interrack cable as follows (See Figure 2-14): 


ae Cable connector P102 to J102 at the bottom of the MTU 
1 control board. 


b. Cable connector P201 to J201 at the top of the MTU l 
PE data board. 


c. Cable connector P301 to J301 at the bottom of the MTU 
1 PE data board. 


4. At MTU 2 connect the other end of the interrack cable as 
follows: 


a. Cable connector P101 to JjJ101 at the bottom of the MTU 
2 control board. 


b. Cable connector P202 to J202 at the top of the MTU 2 
PE data board. 


c. Cable connector P302 to J302 at the bottom of the MTU 
2 PE data board. 


5. Cable each additional MTU in the daisy chain in accord- 
ance with steps 3 and 4 of this subsection. 


6. Ensure that the last MTU in the daisy chain has the fol- 
lowing external terminators (see Figure 2-14) installed: 


a. vJ201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
Write terminator part no. 60129894-031). 


Ensure that the external terminators are removed from all 
other MTUS in the daisy chain. 


7.  j|Ensure that internal terminating networks RTl and RT2 
(see Figure 2-14) are removed from the MTU control board 
in all MTUS except the last MTU in the daisy chain 
(terminating network part no. 60129894-036). 

2.1.2.2.3 NRZI/PE MTU Cabling 


The NRZI/PE cabling procedure for the first MTU and for mul- 
tiple MTUS in a bulkhead system are as follows: 


First MTU 


To cable the first MTU from the basic cabinet (MTC board), 
perform the following procedure, 


1. Locate and remove the three external cables (04910133002) 
from the shipping container. 
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Install the three cables between the bulkhead on the 
basic cabinet and the bulkhead installed in the first MTU 
(refer to the CCS and to Figure 2-15). 


Ensure that the following vendor jumper cables are 
installed between the MTU NRZI data board and the MTU PE 
data board. 


a. J201 from the top of the MTU NRZI data board to J202 
at the top of the MTU PE data board. 


b. J301 from the bottom of the MTU NRZI data board to 
J302 at the bottom of the MTU PE data board, 


Single MTU Only Ensure that the following external termi- 
nators are installed. 


a. J201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. J301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


Single MTU Only Ensure that the internal terminating net- 
works RT1l and RT2 on the MTU control board and MTU NRZI 
data board are installed (terminating network part no. 
60129894-036). 


Multiple MTUs 


To cable multiple MTUs, perform the following procedure. 


NOTE 


A maximum of four MTUS can be connected in a daisy 
chain for each MTC board. 


Locate and remove the interrack (jumper) cable (part no. 
60138709-001) from the shipping container (see 
Figure 2-15). 


Ensure that the first MTU cabling procedure has been 
performed. 


Install the interrack cable as follows (see Figure 2-15). 


a. Cable connector P102 to J102 at the bottom of the MTU 
1 control board, 


b. Cable connector P201 to J201 at the top of the MTU 1 
PE data board. 


c. Cable connector P301 to J301 at the bottom of the MTU 
1 PE data board. 
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4. At MTU 2 connect the other end of the interrack cable as 
follows: 


a. Cable connector P101 to J101 at the bottom of the MTU 
2 control board. 


b. Cable connector P202 to J202 at the top of the MTU 2 
NRZI data board. 


c. Cable connector P302 to J302 at the bottom of the MTU 
2 NRZI data board. 


5. Ensure that the following vendor jumper cables are 
installed between the MTU 2 NRZI data board and the MTU 2 
PE data board, 


a. J201 from the top of the MTU NRZI data board to J202 
at the top of the MTU data board. 


b. J301 from the bottom of the MTU NRZI data board to 
J302 at the bottom of the MTU PE data board. 


6. Cable each additional MTU in the daisy chain in accord- 
ance with steps 3 through 5 of this subsection. 


7.  #jEnsure that the last MTU in the daisy chain has the fol- 
lowing external terminators installed (See Figure 2-15). 


a. J201 at the top of the MTU PE data board (external 
read terminator part no. 60129894-032). 


b. 3301 at the bottom of the MTU PE data board (external 
write terminator part no. 60129894-031). 


Ensure that the external terminators are removed from all 
other MTUS in the daisy chain. 


8. Ensure that the internal terminating networks RT1l and RT2 
(see Figure 2-15) are removed from the MTU control board 
in all MTUs except the last MTU in the daisy chain 
(terminating network part no. 60129894-036). 
2.1.2.2.4 NRZI/PE and PE Combined Cabling 


The cabling procedure to combine NRZI/PE and PE MTUS in a 
configuration utilizing bulkhead systems is as follows: 


First MTU 


To cable the first MTU in a NRZI/PE and PE MTU combination, 
perform the following procedure. 


1. NRZI/PE First MTU Refer to subsection 2.1.2.2.3 (first 
MTU), and perform steps 1] through 3. 
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2. PE First MTU Refer to subsection 2.1.2.2.2 (first MTU), 
and perform steps 1 through 4. 


Multiple MTUs 


To cable multiple NRZI/PE and PE MTUS in a combined configur- 
ation, perform the following procedure. 


NOTE 


A maximum of four MTUS can be connected in a daisy 
chain for each MTC board. 


1. Refer to subsection 2.1.2.2.4 (first MTU). Perform the 
step, 1 or 2, that is applicable to the system being 
cabled. 


2. NRZI/PE and PE MTU combined with PE terminating (see Fig- 
ure 2-l11(A)) refer to subsection 2.1.2.2.3 (Multiple 
MTUsS) and perform steps 4 and 5. Refer to subsection 
2.1.2.2.2 (Multiple MTUs) and perform steps 4, 6, and 7. 


3. PE and NRZI/PE MTUs combined with NRZI/PE terminating 
(see Figure 2-11(B)) refer to subsection 2.1.2.2.2 
(Multiple MTUs) and cable each MTU in the daisy chain in 
accordance with steps 3 and 4. Refer to subsection 
2.1.2.2.3 (Multiple MTUS) and perform steps 3 through 5, 
7, and 8. ee 


Zs4.3 MTU AC Power Tae, 


Ensure that all system component (including MTU) power-on 
Switches are OFF and connect each MTU to the ac power source as 


follows: 
| WARNING 


To avoid bodily injury, ensure that all system 
component power-on switches are OFF. 


2.1.3.1 AC POWER CONNECTION FOR PACKAGE (DPS 6/XX) SYSTEM 
CONFIGURATION 


In this configuration, all MTU power cords are plugged into a 
Power Distribution Unit (PDU) that is installed at the base of 
the cabinet that houses the first MTU. If four MTUS are being 
connected, proceed as follows: 


l. Connect the power cords from the fourth MTU to the PDU 
with two extension cords (part no. 70940252-001). 
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2. Ensure that cable (part no. 60 Hz-60128679-001 or 50 
Hz-60128681-001) is installed between connector J0O7 on 
the rear of the PDU installed in the basic cabinet and 
connector JO1l on the rear of the PDU installed in the MTU 
cabinet. 


3. Close the rear access door on all cabinets. 
2el1.3-2 AC POWER CONNECTION FOR ALL OTHER SYSTEM CONFIGURATIONS 


In these configurations, the power cords from the first three 
MTUS are plugged into the PDU installed at the base of the basic 
cabinet. If four MTUS are being connected, proceed as follows: 


1. The expansion cabinet that houses the fourth MTU (third 
expansion cabinet) will have a PDU installed at its 
base. Connect the power cords from the fourth MTU to 
this PDU. 


2. Ensure that cable (part no. 60 Hz-60128679-001 or 50 
HZ-60128681-001) is installed between connector J0O7 on 
the rear of the PDU installed in the basic cabinet and 
connector JOl on the rear of the PDU installed in the 
third expansion cabinet. 


3. Close the rear access door on all cabinets. 
222 SYSTEM MODIFICATION 


When one or more Magnetic Tape Units (MTUS) are to be added 
to an existing system, the MTUS are supplied with a Magnetic Tape 
Controller (MTC) board and/or adapter (if required), ground 
cables, and MTU installation cables. To install a MTC board and/ 
or adapter with the associated cables in a Level 6 baSic cabinet, 
refer to the System Level Installation Flow Chart in the appro- 
priate Level 6 System Installation Manual. After the MTC board 
and/or adapter and associated cables are installed in the basic 
cabinet, refer to subsection 2.2.2 for the instructions required 
to install a MTU that is supplied in a cabinet and to subsection 
2.2.3 for instructions to install a MTU that is supplied without 
a cabinet, When the MTU and cabinet installation is completed, 
refer to subsection 2.1.2.1 for instructions on cabling a non- 
bulkhead system and to subsection 2.1.2.2 for instructions on 
cabling a bulkhead system. 


NOTE 


When additional MTUs are being added to an exist- 
ing system that has a MTC board installed in the 
basic cabinet, refer to the appropriate Level 6 
System Installation Manual for the MTC board and 
adapter switch settings. Set the switches for 
channel address, bit densities, number of MTUsS in 
the daisy chain (maximum of four), and logical 
address, 
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Perform the following safety requirements before proceeding 
with any system modification procedure, 


1. Power down the system and disconnect all system component 
ac input power cord(s) from the ac power source, 


2. Ensure that the antitip outrigger is in place at the bot- 
tom of the cabinet (See Figure 2-2). 


WARNING s 


To avoid bodily injury and equipment damage, dis- 
connect all ac power cords from the ac power source, 
and position the antitip outrigger. 


Ze2o2en Installation of MTU Supplied in a Cabinet 


Procedures for installing a MTU that is supplied in a cabinet 
are contained in the following subsections: 


@® Subsection 2.1.1 Removal of Shipping Restrainers 
@e Subsection 2.1.2 System Cabling 


22223 Installation of MTU Supplied Without a Cabinet 


See Figure 2-16 and Table 2-1 and perform the following 
installations, 


2.2.3.1 TAPE UNIT INSTALLATION PARTS REQUIREMENT 


Ensure that all of the required parts are included in the 
Shipment for the installation of the first or additional tape 
unit in an expansion cabinet. The Level 6 system cabinet 
assembly (item 1 or 55) is a part of the existing system and is 
not included in the shipment. In addition to the parts shown in 
the table, there is a tape unit counterbalance lead weight and 
mounting hardware (part no. 60129915-001 or 60129915-00) required 
for each tape unit in a cabinet. Install this hardware in the 
cabinet before installing its associated tape unit. 


22.3.2 INSTALLATION OF COUNTERBALANCE WEIGHTS 
Install the two counterbalance weights in the lower rear sec- 


tion of the MTU cabinet uSing the hardware and instructions fur- 
nished with the counterbalance weights (see Figure 2-17). 
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VIEW D 


MTU Expanded Cabinet Installation 
(Sheet 2 of 2) 
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Figure 2-17. Installation of Counterbalance Weights 
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Table 2-1. Tape Unit Expanded Cabinet Parts List 
(Sheet 1 of 2) 


— _ — _ 
First | Second | 
| Part Number Description 
ie 60128315-xxx NML SYSTEM CAB ASSY X X 
2 60133708-007 TAPE DRIVE DOOR KIT uk - 
3 60132113-001 DOOR PANEL 1 
4 03510006-003 HOSE CLAMP ] 1 
5 60129894-xxx MAGNETIC TAPE UNIT x x 
6? 60132192-001 FRONT PANEL 1 1 
7° 60132190-001 FRAME 1 1 
8 60132398-xxx FAN ASSY 1 1 
9 60132193-002 BAFFLE ASSY 1 1 
10 60132209-001 GUSSET 1 1 
jl 60132209-002 GUSSET 1 1 
12° 60132191-001 SPACER 1 1 
43 03720030-001 BAR-NJT 2 2 
14 03010155-019 SCREW SCAP SKT BUTN 3(9)° 
15 03020001-012 WASHER FLAT 10 
16 03030004-002 NUT LW 10 
17 03030004-003 NUT LW 8 
18 03020001-050 WASHER FLAT 8 
19 03010155-026 SCREW CAP SKT BUTN 4 4 / 
20 60132434-001 HOSE 1 1 he 
21 60132401-001 ELBOW 1 
22 0351000 4-006 LOOP STRAP FASTENER 6 
23 60133569-001 BRACKET ASSY 1 
2 4? 03010002-061 SCREW PH 10 2 
25 03010008-110 SCREW MACHINE a4 
26 60133733-002 SPACER 2 
27 60133713-001 SHIPPING PNL ASSY X 
28 03510004-003 LOOP STRAP FASTENER 2 
29° 60133736-001 SHEAR PANEL 1 
30 03010015-008 SCREW CAP BUTTN HEX 
31 03030001-008 NUT PLAIN HEX 1/4 
32 03020003-007 WASHER LOCK 1/4 STL 
33° 03020001-017 WASHER FLAT 1/4 8 
35 60128703-002 CA TAPE DRIVE TO NML X 
36 60128709-001 CA DEVICE TO DEVICE X 
37° 60128887-001 CA DEV TO DEV 
38 60132231-000 EXP CAB T DR INSTL X 
39 60129915-003 CTRWEIGHT INSTL KIT 2 
40 60134504-001 SHIPPING PNL ASSY 4 
Al 60132231-000 EXP CAB T DR INSTL X 
42 03910259-001 LABEL 1 
43 03010002-049 | SCREW PH 8 4(6)° 
44 03200003-004 WASHER LOCK 8 STL 4(6)° 
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Table 2-1. 


Item 
Number 


(Sheet 2 of 2) 


Part Number 


60134257-001 
03010015-009 
60132192-002 
60132190-002 
60138231-001 
60128703-003 
03102270-001 


| 60138347-002 
| 03510004-003 


60135778-XXxX 
6013593 2-000 


} 03510004-002 


Description 
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CABLE CLAMP 
HD CABINET ASSEMBLY 
HD CAB INSTALLATION 
CABLE CLAMP 


Tape Unit Expanded Cabinet Parts List 
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“For use on light duty cabinets (item 1) only. 


>’Quantities in parentheses used for light duty cabinets 
(item 1) 


2223-3 CABINET FRONT PANEL INSTALLATION 


To install the front panel, perform the following procedure, 


1. Locate front panel (item 47) and six socket head screws 
(item 30) in parts kit and Figure 2-16 (Sheet 1). 


2. Position front panel with its top holes lined up with 
cabinet holes 24.25 inches from inside top edge of cabi- 
net for upper installation, or 52.25 inches from inside 
top edge for lower installation. 


3. From front of cabinet, insert the six socket head screws 
through holes in front panel and cabinet, and install and 
secure panel with six lock washers (item 32) and six nuts 
(item 31). 


2.2.3.4 BAFFLE ASSEMBLY INSTALLATION 


To install baffle assembly, perform the following procedure. 


1. Locate the baffle assembly (item 9) in the parts kit and 
in Figure 2-16 (sheet 2). 
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LeLeseo 


Using studs on the baffle assembly, mount the right-hand 
gusset (item 10) and the left-hand gusset (item 11) with 
four flat washers (item 15) and four nuts (item 17). a 


If installing on MTU into a light duty cabinet (item 1), 
mount the spacer (item 12) onto the studs on the baffle 
assembly and secure with two flat washers (item 15) and 
two nuts (item 17. The spacer is used with clamp loops 
(item 22) to secure cables after installation. The 
Spacer positioning is shown in Figure 2-16 (sheet 2). 


Position the assembled baffle into the expansion cabinet 
with the three holes in the baffle assembly over the 
three studs in the front panel (See View B in Figure 2-17 
sheet 2). 


Using the studs on the front panel, attach the baffle 
assembly with the three nuts (item 17). 


Locate four socket head screws (item 19). 


From the front of the cabinet, insert the four socket 
head screws through the cabinet and upper end of the 

gusset and secure in place with two bar nuts (item 13 
Sheet 2). 


Using the studs on the baffle assembly, mount the fan 

assembly (item 8) with four flat washers (item 18) four 
lock waShers (item 44) and four screws (item 43) as shown 7 
in Figure 2-17 (sheet 2). \ 


FRAME INSTALLATION 


To install the frame assembly, perform the following 
procedure, 


1. 


Locate frame (item 7 or 48) and position it as shown in 
Figure 2-16 (sheet 2) for an upper installation, or on 
the inside of the cabinet just below the lip of the front 
panel for a lower installation. 


Locate three socket head screws (item 14). 


On the front panel of the cabinet, insert two screws 
through the cabinet anda left-hand side of the frame, and 
insert one screw through the cabinet and the upper hole 
in the right-hand side of the frame, secure bolts in 
place with three washers (item 15) and three nuts 

(item 16). 
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2.2.3.6 UPPER TAPE UNIT HINGE INSTALLATION 


— To install the upper tape unit hinge, perform the following 
( | procedure, 


1. Locate one spacer (item 26) and tape unit hinge in the 
Space parts kit and in Figure 2-16 (sheet l). 


2. From the front of the cabinet, align tape unit hinge and 
Spacer with the two unused holes in the right-hand side 
of the frame. The upper tape unit hinge hole is 1.5 
inches from the top of the cabinet for an upper installa- 
tion, or 29.5 inches for a lower installation. 


3. Insert the two pan-head screws (item 24 or 46) through 
hinge, spacer, cabinet, and frame. (Note that these are 
not the screws that are packed with the hinge.) Use two 
flat washers (item 15 or 32) and two nuts (item 16 or 31) 
to secure the bolts in place. 


NOTE 


The tape unit hinge safety block shown in View C 
of Figure 2-16 (sheet 1) is attached at a later 
time, 


2.2.3./ LOWER TAPE UNIT HINGE INSTALLATION 


, To install the lower tape unit hinge, perform the following 
( procedure, 


1. Locate a second tape unit hinge and spacer (item 26) in 
the spare parts kit and in Figure 2-16 (Sheet 1). 


2. If installing an MTU into a heavy duty cabinet, also 
locate a bracket (item 49), two lock waShers (item 32), 
and two nuts (item 31). 


3. From the front of the cabinet, align the top hole of the 
hinge with the hole in the cabinet, 19.25 inches from the 
top hole of the upper hinge. 


4. If installing an MTU into a light duty cabinet, insert 
the two long screws, packed with the hinge, through the 
hinge, spacer, and cabinet, and secure bolts in place 
with two flat washers (item 15) and two nuts (item 16). 


5. If installing an MTU into a heavy duty cabinet, insert 
two screws (item 46) through the hinge, spacer, cabinet, 
and bracket, and secure in place with two lock washers 
and two nuts, 


6. The cabinet is now ready for installation. 
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2.2.3.8 INSTALLATION OF THE MTU USING THE PORTABLE LIFTING 


MECHANISM (PLM) 
_ 
| WARNING : WS 


Ensure that the counterbalance weights are installed 
in the cabinet before proceeding. 


Use the PLM (part no. 60140852) to install or remove a MTU in 
accordance with the following procedure. 


1. Remove the MTU from the shipping container. Do not 
remove the shipping bracket from the MTU (See 
Figure 2-18). 


MOUNTING SCREWS — REMOVE AND 
USE TO SECURE MTU TO SLING, 


Scan 


MTU SHIPPING BRACKET 


MOUNTING SCREW — REMOVE 
AND STORE FOR REUSE. 


Figure 2-18. MTU Transport Assembly 


2. Remove the shipping panel assembly from the MTU in 
accordance with subsection 2.1.1.2. 


3. Open the rear door on the cabinet and remove all loose 
items from the top of the cabinet. 


4. Position the PLM on the top of the cabinet as shown (See 
Figure 2-19). The lip on the rear of the PLM slips under 
the top of the cabinet. The PLM must be positioned so 
that the right side of the lip is 5 1/2 inches from the 
right side of the cabinet, 


5. Position the MTU under the PLM sling. 
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| CAUTION | 


( To avoid damage to the MTU, do not allow the MTU to 
Slip to the floor when removing the three screws 
from the shipping bracket. 


6. Remove the three 1/4-20 Phillips head screws securing the 
MTU to the shipping bracket. Two of these screws are 
used to secure the MTU to the PLM sling. 


7. Attach the MTU to the PLM sling with two of the 1/4-20 
screws. Two of the mounting holes in the MTU mate with 
the sling mounting holes. 


8. Lift the MTU to the desired height by rotating the PLM 
crank handle. Guide the MTU so that it does not scrape 
against the cabinet. 


9. Align the hinge guide pins with the hinges and lower the 
MTU into position, 


10. Remove the two mounting screws securing the MTU to the 
Sling. 


11. Remove the PLM from the top of the cabinet. Store the 
shipping bracket for future uSe, 


( 12. Install the hinge safety block with two screws from the 
. hinge package supplied with the cabinet (See Figure 
2-1 9) r 


13. Close the rear door cf the cabinet. 
2é22o 69 SHIPPING BRACKET INSTALLATION 


Although the shipping bracket 1S required only during cabinet 
Shipment, it should be stored for future use by mounting it in 
the cabinet as follows: 


1. Locate the shipping bracket (item 27) and its physical 
poSition in the cabinet as shown in Figure 2-16 
(Sheet 2). 


2.e Face the front of the cabinet and insert the two studs on 
the shipping bracket through the holes in the left-hand 
Side of the cabinet opening about 3 inches from the bot- 
tom. Secure the bracket to the cabinet with two flat 
washers (item 15) and two nuts (item 16), enSuring that 
it 1S properly mounted and flush with the exterior sur- 
face of the cabinet. 
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(g 


MTU SHIPPING BRACKET 


Figure 2-19. Installation of the MTU Using the 
Portable Lifting Mechanism 
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per 


3. Locate the machine screw (item 25) and thread it all the 
way into the hole in the upper inside corner of the tape 
unit (see View D in Figure 2-16 sheet 2). 

4. For shipment, the bracket is mounted in the position 
shown in Section A-A of Figure 2-16 (sheet 2) with 
attached hardware. The top stud of the bracket 
Should line up with the fourth hole of the upper or 
lower cabinet opening. 

2e2e3-10 HOSE ASSEMBLY INSTALLATION 

To install the hose assembly, perform the following 

procedure, 

1. Locate the hose asembly (item 20) in the spare parts 


2 


Zé2 3 eil 


package and in Figure 2-16 (Sheet 1). 


Insert the preformed elbow (item 21) completely into the 
end of the hose until the visible end iS approximately 2 
inches into the hose, 


Place the hose clamp (item 4) over the end without the 
preformed elbow. 


Position the hose over the blower flange as shown in View 
D of Figure 2-16 (Sheet 2), and tighten the hose clamp. 
Ensure that the exhaust is directed away from the face of 
the tape unit at a right angle. 


Close and secure the tape unit to the cabinet frame by 
turning the 1/4-turn faster, located through an access 
hole in the left center side of the transport assembly 
(see Figure 2-1), clockwise with a screwdriver. 


SHEAR PANEL INSTALLATION 


Shear panels are installed on light duty cabinets only. 


To install the shear panel, perform the following procedure, 


1. 


26 


Locate the shear panel (item 29) in View G of Figure 2-16 
(sheet 1) and in the parts package. 


Place four flat washers (item 33) over four buttonhead 
screws (item 30). 


Position the shear panel with its bottom holes lined up 
with the cabinet holes about 28 inches from the inside 
top of the cabinet. 


From the rear of the cabinet, insert the four buttonhead 
screws through the holes in the shear panel and cabinet, 
and secure the bolts with four flat washers (item 32) and 
four nuts (item 31). 
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2.2.3.12 CABINET DOOR INSTALLATION 


If the door on the cabinet is not the same as shown in 
Figure 2-16 (sheet 1), it must be replaced with the one supplied f™ 
in the shipment. Replacement of the hinge may or may not be nec- oe 
essary. If the hinge is the type with keys for door removal, 
only door replacement steps 1 and 4 through 6 need to be per- 
formed. If the hinge is the type with holes and no keys, perform 
all six steps to replace the door and hinge. 


1]. With the door fully extended, remove the 16 nuts on the 
door studs that attach the door to the hinge, 


2. If the hinges have holes and no keys, remove the 16 
screws securing the two hinges to the cabinet. 


3. Install the two new hinges to the cabinet with the 16 
buttonhead screws provided in the cabinet door kit. 


4, Partially install 16 hex lock nuts onto the studs of the 
new cabinet door. 


5. Hook the studs on the door into the keyed slots in the 
hinge and tighten the nuts on the studs to secure the 
Goor. 


6. Install two striker latches onto the studs on the door 
and secure each striker with two locking washers and two 
nuts, 


2.2.3.13 FRONT PANEL INSTALLATION : 


It may be necessary to reverse the Plexiglas and the louvered 
panels in the door due to the system configuration, or to install 
the Plexiglas panel in the bottom of the door for a lower instal- 
lation. To reverse the door panels, perform the following 
procedure: 


1. Remove the four retaining screws in the long louvered 
panel and the four retaining screws in the Plexiglas 
panel. 


2. Using the same screws, attach the louvered panel in the 
upper position and the Plexiglas panel in the lower 
position, 


To install a Plexiglas panel in the bottom of the door, per- 
form the following: 


1. Remove the four retaining screws in the long louvered 
panel in the lower door position, 


2. Using the same screws, attach the Plexiglas panel in the 
lower door position, 
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2.2.3.14 MTU CABLING 


After the cabinet assembly and MTU installation is completed, 
cable the MTU in accordance with subsection 2.1.2. 


Ei E 


This subsection provides the Magnetic Tape unit (MTU) switch 
setting information to be referenced only during initial power up 
or if the device configuration is to be changed. 


There are three relevant MTU switches as follows: 


® Remote Power Switch 
® FWD/REV Offline Motion Switch 
e MTU Address Switch 


emote Power Ltc 


The Remote Power Switch (see Figure 2-20) is a two-position 
toggle switch mounted on the fuse holder in the rear of the MTU. 
For initial power up, ensure that this Switch is ON. 


NOTE 


When the Remote Power Switch is OFF, it disables 
all power to the MTU. 


2e3ed FWD/REV Offline Motion Switch 


The FWD/REV Offline Motion Switch (see Figure 2-21) is a 
three-position toggle switch located on the lower right-hand side 
of the MTU control board. This switch must be OFF (center 
position). 


2.3.3 MTU Address Switch 


The MTU Address Switch (See Figure 2-22) is on the operator's 
panel at the top front of the MTU. This switch specifies the 
logic address of this MTU. Only Switch positions 0, l, 2, and 3 
are used. Set this switch to the logic address of this MTU in 
the daisy chain or, if only a single MTU, set the logic address 
of this MTU to 0. 


NOTE 


One of the MTUS in the daisy chain must have a 
logic address of 0. 
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FWD/REV OFFLINE 
MOTION SWITCH 


Figure 2-21. MTU (Rear View) FWD/REV Offline Motion 
Switch Location 
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MTU ADDRESS SWITCH 


F X68 


Figure 2-22. Operator Panel (Front View) MTU Address Switch 


Insert vacuum gauge per instructions in subsection 2.4.2. 


Check vacuum for the following value: 


45 ips tape drive - 30 + 2 cm of water (12 + in. of 
water) 


75 ips tape drive - 40 + 2 cm of water (16 + in, of 
water) 
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3. If vacuum is found to be outside the value specified in 
item 2, adjust to the following value: 
45 ips tape drive -—- 30 cm of water (12 in. of water) 
75 ips tape drive - 40 cm of water (16 in. of water) 
2.4.1 Read After Write Amplitude Adjustment 
1. If during the initial checkout on the L6 a high 
read/write error rate is encountered, check the 
amplitudes for the following values: 
NRZI - 10V p-p + 103 | 
PE - 6V prp + 25% 
10% 
2. If the amplitudes are outside the limits specified in 


item 1, adjust to the following values: 


NRZI - 10V p-p 
PE - 6V p-p 


224.2 Adjustment Procedure 


bs 


2. 
3. 
4. 


De 


6. 


Remove the bottom hose from the vacuum adjustment block 
or the plastic tee fitting, whichever the drive is 
equipped with. 


Insert the Vacuum Gauge (Part No. 03610013-001). 
Cycle up the drive uSing a work tape to obtain vacuum, 


If adjustment iS necessary, remove the work tape and 
install a loop of tape. 


Cycle up the drive and adjust the vacuum via the port 
cover or the tee screw. 


No adjustment of the servos may be necessary if the 
vacuum setting is changed. 


vacuum | 
GAUGE 


PLASTIC 
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